AMENDMENT NO. 1 APRIL 2023 
TO 
IS 17480 : 2020 HIGH DENSITY POLYETHYLENE MULTI SQUEEZABLE TUBE FOR 
PACKAGING — SPECIFICATION 
(Page 3, clause 3.22) — Insert the following after this clause: 


‘3.23 Opaque Tube — Tube having minimum of 80 percent opacity will be termed as an opaque tube. 


3.24 Transparent Tube — Tube having minimum 70 percent transparency will be termed as transparent 
tube.’ 


[Page 6, Table 2, SI No. (x)]— Delete 
[Page 6, Table 2, SI No. (xi), col (3)] — Substitute ‘70’ for ‘80’ 
(Page 6, Table 2) — Insert the following below Table 2: 


“NOTES 
1 The manufacturer shall declare whether the tube is opaque or transparent. 


2 Opacity test is applicable only for opaque tubes. 
3 Transparency test is applicable only for transparent tubes.’ 


(PCD 21) 
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